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WAR DEPARTMENT, 

September IT, 1861. 
The following revised regulations for the Medical 
Department of the Army having been approved by the 
President, he commands that they be published for 
the government of all concerned, and that they be 
strictly observed. Nothing contrary to the tenor of 
these present Regulations will be enjoined or allowed 
in any part of the forces of the United States by any 
commander whatsoever. 

SIMON CAMERON, 

Secretary (f War. 
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• REGULATIONS 

FOU T^£ 

MEDICAL DEPARTMENT. 



1. The medical supplies for the army are prescribed in the standard 
supply tables. 

2. The medical punreyors and the senior medical officer of each 
hospital, post, or command, will make the neoeHarj requisitioiis for 
medical and hospital supplies, in duplicate, (Form 1.) If tlie siqiplieB 
ai« to be obtained from the principal pmrreying depots, the reqiiiflittoiw 
will be made upon the Surgeon Cteoeral on the 31st day of December 
annually ; if from departmmit ot field depots, they will be made upon 
the medical director at such times and for such periods as he may direct. 
Good vaccine matter will be kept on hand by timely requisition on the 
Suigeon General. 

3. The medical poryeyors at the principal dqK>4i will iane medical 
and bofqpttal supplies only on the order of the Sotgeon CtencnU ; those 
at department or field dqwts will iasne on the older of a Medical Direc- 
tor. In particular and urgent cMes, israes may he made on a special 
requisitioii, (Form 2,) apfffoved by a eommandiiig officer; a like 
authority will be required in transfers of medkatl sop^ies. 

4. When it is necessary to purchase medical sappUes, and reooorse 
cannot be had to a medical diabursing officer, they may be procured by 
the quartermaster on a special fequisition (Form 2) and aooount 
(Fotm3.) 
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5. When any requisition for medical supplies is not according to 
the supply table, the reason therefor must be get out. 

6. In every case of special requisition, a duplicate of the requisition 
shall, at the same time, be transmitted to the Suigeon General, for his 
information, giving the name and station of the officer upon whom it 
is made. 

7. Medical purveyors will make to the Surgeon General, at the end 
of each fiscal quarter, returns in duplicate (Form 4) of medical supplies 
received, issued, and remaining on hand, stating to whom, or from 
wh<Mn, and where and when issued or received ; other medical officers 
in charge of medical supplies make rimilar returns of them annually, 
on the Slst of December ; and all officers, when relieved from the duty 
to which their returns relate. The returns will show the condition of 
the stores, and particularly of the instruments, bedding, and furni- 
ture. Medical purveyors will furnish abstracts of receipts and issues, 
with their returns, (Form 6,) giving the name of the person from whom 
received and to whom issued. 

8. An officer transferring medical supplies will furnish a certified 
invoice to the officer who is to receive them, and transmit a duplicate 
of it to the Surgeon General. The receiving officer will furmsh a re- 
ceipt to the (^cer making the issue, with a report of the quality and 
condition of the articles, and transmit a duplicate of the receipt and 
report to the Surgeon General. A medical officer who turns over 
medical supplies to a quartermaster for storage or transportation will 
forward to the Surgeon GtoenJ, with the invoice, the quartermaster's 
receipt for the packages. 

9. Medical officers will take up and account for all medical supplies 
of the army that come into their possession, and report, when they 
know it, to whose account they are to be credited. 
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10. In all official lists of medical supplies the articles will be entered 
in the order of the Supply Table. 

11 . Medical disbursing officers will, at the end of each fiscal quarter, 
render to the Surgeon General, in duplicate, a quarterly account cur- 
rent of moneys received and expended, with the proper vouchers for 
the pa3niient8, and certificates that the services have been rendered, and 
the supplies purchased and received for the medical service, and trans- 
mit to him an estimate of the funds required for the next quarter. 

12. The senior medical officer of a hospital will distribute the 
patients, according to convenience and the nature of their complaints, 
into wards or divisions, under the particular charge of the several 
assistant surgeons, and will visit them himself each day, as frequently 
as tha state of the sick may require, aoo(»npanied by the assistant, 
steward, and nurse. 

13. His prescriptions of medicine and diet are written down at once 
in the proper register, with the name of the patient and the number of 
his bed ; the assistants fill up the diet table for the day, and direct the 
administration of the prescribed medicines. He will detail an assistant 
surgeon to remain at the hospital day and night, when the state of the 
sick requires it. 

14. In distributing the duties of his assistants, he will ordinarily 
require the aid of one in the care and preparation of the hospital re- 
ports, registers, and records, the rolls, and descriptive lists ; and of 
another in the charge of the dispensary, instrmnents, medicines, hos- 
pital expenditures, and the preparation of the requisitions and annual 
returns. 

15 . He will enforce the proper hospital regulations to promote health 
and prevent contagion, by ventilated and not crowded rooms, scrupu- 
lous cleanliness, frequent changes of bedding, linen, &c. 



8 REGULATIONS FOR THE 

16. He will require the steward to take due care of the hospital 
stores and supplies ; to enter in a book, daily, (Form 6,) the issues to the 
ward-masters, cooks, and nurses ; to prepare the provision returns, and 
receive and distribute the rations. 

17. He will require the ward-m^teter to take charge of the effects of 
the patients ; to register them in a book, (Form 7;) to have them num- 
bered and labelled with the patient's name, rank, and company; to 
receive from the steward the furniture, bedding, cooking utensils, &c., 
for use, and keep a record of them, (Form 8,) and how distributed to 
the wards and kitchens ; and once a week to take an inventory of 
the articles in use, and report to him any loss or damage to them, and 
to return to the steward such as are not required for use. 

18. The cooks and nurses are under the orders of the steward ; he 
is responsible for the cleanliness of the wards and kitdiens, patients and 
attendants, and all articles in use. He will ascertain who are present 
at somise, and sunset, uid tattoo, and report absentees. 

Id. At surgeon's call the sick then in the companies will be con- 
ducted to the hospital by the first sergeants, who will each hand to the 
sutgeOh, in his company book, a list of all the sick of the company, on 
which the surgeon shall state who are to remain or go into hospital ; 
who are to return to quarters as sick or convalescent ; what duties the 
oonvaleacents in quarters are oi^ble of ; what cases are feigned ; and 
any other information in regard to the sick of the oompany he may 
have to communicate to the oompany oommaiider. 

20. Soldiers in hosiutal, patients, or attendants, except stewards, 
shall be mustered on the rolls of their company, if it be present at the 
post. 

21. When a soldier in ho^ital ia detached from his company so as 
not to be mustered with it for pay, his company commander shall cer- 
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tify and send to the hospital his descriptive list, and aocounjt of pay and 
clothing, containing all necessary information relating to his accounts 
with the United States, on which the surgeon shall enter all pajrments, 
stoppages, and issues of clothing to him in hospital. When he leaves 
the hospital, the medical officer shall certify and remit his descriptive 
list, showing the state of his accounts. If he is discharged from the 
service in hospital, the suigeon shall make out his final statements for 
pay and clothing. If he dies in hospital, the suigeon shall take charge 
of his effects, and make the reports required in the general regulations 
concerning soldiers who die absent from their companies. , 

22. Patients in hospital are, if possib]le, to leave their arms and 9^ 
coutrements with their companies, iqid i^ no case to t^ke ammunition 
into the hospital. 

23. When a patient is transferred from one hospital to another, the 
medical officer shall send with him an ^^ccount pf his case, and the 
treatment. 

24. The regulations for the service of hospitals apply, as far as prac- 
ticable, to the medical service in the field. 

25. The senior medical officer of each hospital, post, regiment, or 
detachment, will keep the following records, ai^d deliver them to his 
successor: a register of patients, (Form 9 ;) a prescription book, (Form 
10 ;) a diet book, (Form 10 ;) a case book ; a meteorological register, 
(Form 11 ;) copies of his requisitions, annual returns, and quarterly re- 
ports of sick and wounded ; and an order and letter book, in which will 
be transcribed all orders and letters relating to his duties. 

26. He will make up tlie muster and pay rolls of the medical cadets, 
hoepital steward, female nurses, and matrons, and of all soldiers in hos- 

2m 
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' pital, sick, or on duty, detached from their oompanies, on the forms 
famished from the Adjutant General's office, and according to the direc- 
tions expressed on them. 

27. He will make the rolls of the cooks and nurses for extra-duty 
pay, which will he paid hy the Paymaster, in the ahsence of a Medical 
dishursing officer, as in other cases of expenditures for the Medical De- 
partment, (Form 12.) 

28. The senior medical officer will select the cooks, nurses, and ma- 
trons, (and, at posts where there is no hospital steward appointed hy 
the Secretary of War, a soldier to act as steward,) with the approval of 
the commanding officer. Cooks and nurses will he taken from the pri- 
vates, and will he exempt from other duty, hut shall attend the parades 
for muster and weekly inspections of their companies at the post, unless 
specially excused hy the commanding officer. 

29. Ordinarily, hos^^tal attendants are allowed as follows: to a gene- 
ral hospital, one steward, one nurse as ward-master, one nurse to ten 
patients, one matron to twenty, and one cook to thirty ; to a hospital 
where the command exceeds five companies, one steward and ward- 
master, one cook, two matrons, and four nurses ; to a post or garrison 
of one cotiipaliy. One steward and ward-master, one nurse, one cook, 
and one matron; and for every two oompanies more, one nurse; at 
orsenids where the numher of enlisted men is not less than fourteen, 
one matron is allowed. The allowance of hospital attendants for troops 
in the field will he, for one company, one steward, one nurse, and one 
cook ; for each additional company, one nurse ; and for commands of 
over five companies, one additional cook. 

30. Medical officers, where on duty, will attend the officers and en- 
listed men, and the servants and laundresses authorized hy law ; and at 
stations where other medical attendance cannot he procured, and on 



i 
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marches, the hired men of the army, and the families of officers and 
soldiers. Medicines will be dispensed to the families of officers and 
soldiers, and to all persons entitled to medical attendance ; hospital 
tores to enlisted men. 

31. Medical officers, in giving certificates of disability, (Form 13,) 
are to take particular care in all cases that have not been under their 
charge; and especially in epilepsy, convulsions, chronic rheumatism, 
derangement of the urinary oi'gans, ophthalmia, ulcers, or any obscure 
disease liable to be feigned or purposely produced ; and in no case shall 
such certificate be given until after sufficient time and examination to 
detect any attempt at deception. 

32. In passing a recruit the medical officer is to examine him stripped; 
to see that he has free use of all his limbs ; that his chest is ample ; 
that his hearing, vision, and speech are perfect ; that he has no tumors, 
or ulcerated or extensively cicatrized legs ; no rupture or chronic cuta- 
neous afiection ; that he has not received any contusion, or wound of 
the head, that may impair his Acuities ; that he is not a drunkard ; is 
not subject to convulsions ; and has no infectious disorder, nor any other 
that may unfit him for military service. 

33. Medical officers attending recrmting rendesvous will keep a re- 
cord (Form 14) of all the recruits examined by them. Books for this 
purpose will be procured by application to the Surgeon General, to whom 
they will be returned when filled. 

34. As soon as a recruit joins any regiment or station, he shall be 
examined by the medical officer, and vaccinated when it is required. 

35. The senior medical officer of each hospital, post, regiment, or 
detachment, will make monthly to the Medical Director, and quarterly 
to the Surgeon General, a report of sick and wounded, and of deaths, 
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and oi certificates for discharge for disability, (Form 15,) and transmit 
ttt him monthly a copy of the meteorological register, (Form 11,) and 
a copy of the ** Statement of hospital fund," (Form 19.) 

36. After surgeon's call, he will make a morning report of the sick 
to the commanding officer, (Form 16.) 

37. Every medical officer will report to the Surgeon General and to 
the Medical Director the date when he arrives at a station, or when he 
leaves it, and his orders in the case, and at the end of each month when- 
ever not at his station, whether on service or on leave of absence, and 
when on leave of absence his post office address for next month. 

38. The Medical Director will make to the Surgeon General a monthly 
return of the medical officers of the command, (Form 17,) and a con- 
solidated monthly report of the sick and wounded (Form 15) from the 
several reports made to him. 

39. When it is ttecessary to eiftploy a private phyfeidati as medical 
^ffiO^, tlieooA!iAito<&]g officer m&j do it by written contract, conditioned 
as in Form IB, at a stated oompensfeitSbh not to exceed $50 a month "(^hen 
the number of officers and men, Idth authorized servants and laun- 
dresses, is 100 or more ; $40 when it is from 50 to 100, and $30 when 
it is under 50. 

40. Bui when he is required to abandoti Ms ow& btisiness, and give 
his whole time to the public service, the oohtract xfiay be not to exceed 
$80 a month ; and not to exceed $100, besides transportation in kind, 
to be furnished by the Quartermaster's Department, where he is required 
to accompany troops on marches or transports. But a private physician 
will not be employed to accompany troops 6n marches or transports, 
except by orders from the War Department, or in particular and urgent 
cases by the order of the officer directing the movement, when a par- 
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ticolair statement of the circimiBtanoes which make it necessaiy will be 
appended to the contract. 

41. And when a private physician is required to fumidh medidnes, 
he will be allowed, besides the stipulated pay, from 25 to 50 per cent, 
on it, to be determined by the Surgeon General. 

42. In all cases, a duplicate of the contract will be transmitted forth- 
with by the commanding officer to the Surgeon General, and the com- 
manding officer for the time being will at once discontinue it, whenever 
the necessity for it ceases, or the Surgeon General may so direct. 

43. The physician's account of pay due must be sent to the Surgeon 
General for payment, vouched by the certificate of the commanding 
officer that it is correct and agreeable to contract, and that the services 
have been duly rendered. But when it cannot <»nv«nientiy be sub- 
nutted to the Surgeon Gteneral from the liontier or the 'field, it may be 
paid on the titder of the oominianding officer, not to -exceed the regulated 
'amotmt, by a medical disbursing officer, or a quattermaster. 

44. When medical attendance is required by officers or enlisted 
'men on service, or for the atfthoriaed servants of such officers, and the 
attendance of a medical officer canndt be had, the officer, or, if l^ere'be 
no officer, then the enlisted man, may employ a private 'physician, and 
a just accoimt therefor will be paid by the Medical Bureau. 

45. The account will s^ out Hie name of the patient, the date of 
ancL charge for each viiE^t and ft>r medicines. Hie physician will make 
a certificate to the account in case of an officer, or affidavit in the case 
of an enlisted man, that the account is correct, and the charges are the 
customary charges of the place. 

46. The officer will make his certificate, or the enlisted man his 
affidavit, to the correctness of the account, that he was on service at the 
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place, and stating the circumstances preventing him from receiving the 
services of a medical officer. 

47. When the charge is against an officer, he will pay the account 
if practicable, and transmit it to the Medical Bureau for reimbursement ; 
in all other cases the account will be transmitted to the Medical Bureau 
for settlement. 

48. If the charge is against a deceased officer or enlisted man, the 
physician will make the affidavit, before required, to the account, and 
that he has been paid no part of it. 

49. No charges for consultation fees will be paid by the Medical Bu- 
reau ; nor will any account for medical attendance or medicines be paid, 
if the officer or enlisted man be not on service. 

50. A board of not less than three medical officers will be appointed 
from time to time by the Secretary of War, to examine applicants for 
appointment of assistant surgeons, and assistant surgeons for promotion. 
And no one shall be so appointed or promoted until so examined and 
found qualified. 

51. The board will scrutinize rigidly the moral habits, professional 
acquirements, and physical qualifications of the candidates, and report 
fiivorably, either for appointment or promotion, in no case admitting of 
a reasonable doubt. 

52. The Secretary of War will designate the applicants to be examined 
for appointment of assistant surgeon. They must be between 21 and 28 
years of age. The board will report their respective merits in the sev- 
eral branches of the examination, and their relative merit from the 
whole ; agreeably whereto, if vacancies happen within two years there- 
after, they will receive appointments and take rank in the Medical 
Corps. 
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53. When an assistant surgeon has served five years, he is sabject to 
he examined for promotion. If he decline the examination, or he found 
not qualified hy moral habits or professional acquirements, he ceases to 
be a medical officer of the army. 

54. An applicant for appointment Mling at one examination, may be 
allowed a second, after two years, but never a third. , 

55. Medical Cadets will be selected, from among the applicants who 
have been examined and approved by a Medical Board, by the Surgeon 
General, who will assign them to duty at such places and in such num- 
bers as the service may require. These candidates will be enlisted for 
the full term, by the Surgeon General, or by a medical officer of the 
army authorized by him, who will at once cause to be administered to 
the Cadet the following oath : 

I, , appointed a — — in the army of the United States, 

do solemnly swear, or affirm, that I will bear true allegiance to the United 
States of America, and that I will serve them honestly and fedthfully 
against all their enemies or opposers whatsoever ; and observe and obey 
the orders of the President of the United States, and the orders of the 
officers appointed over me, according to the rules and articles for ^e 
government of the armies of the United States. 

Sworn to and subscribed before me, at , this day of , 

186 . 

— , Jtutice qf the Peace. 

56. Medical Cadets will have the rank and pay of the Cadets at the 
Military Academy, and be imder the direction and control of medical 
officers alone. They will be entitled, each, to one room as quarters, and 
fuel therefor, as allowed a Sergeant Major, and will take choice next 
after Brevet Second lieutenants in the selection of quarters. Transport- 
ation will be allowed them as in cases of paymaster's clerks. 
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67. On the fifteenth day of the last month of his term of Bervice, 
each Medical Cadet will report the &ct to the medical <^cer in chaige^ 
whofe duty it is to report the aame to the Surgeon Oeneral, together with 
a report of the general character and competency of the Ca4^, 

68. The Secretary of War will appoint from the enlisted men of the 
army, or cause to be enlisted, as many competent hospital stewards as the 
service may require, not to exceed one for each post. 

6f . The senior medical officer of a hoi^iital reqnirhig a steward majr 
recommend a competent non-commisidoned officer or soldier to he af>« 
pointed, which recommendation the oommanding oiScer diaU forward io 
the Adjutant General of the army, with his remarks thereon, and with 
the remarks of the company commander. And, .as the object of these 
more permanent appointments is to procure the services of a more ^eomr 
petent body of hospital stewards, no soldier nor citizen must henceforth 
be recommended for appointment who is not known to be temperatei, 
honest, and in every way reliable, as well as sufficiently intelligent^ and 
skilled in pharmacy, for the proper discharge of the responsible duties 
likely to be devolved upon him. 

60. When no oompetcmt enlisted man ean be procure^, the medloi^ 
officer will report the fetot to the Surgeon General.*^ AppUcati^ais .and 
testimonials of competonqr, from persons seeking to be ei^ted ifor hos- 
pital stewards, may be addressed to the Surgeon General. 

* The current waou of tbe service may, however, b(B supplied by a detail fh>ai.tlie 
command, on the recommendation of the medical officer, of a soldier to act as tem- 
porary steward, thus affording the means of a careful probation of all soldiers so de- 
tailed wtio are ambitious of one day deserving a permanent appointment. Stewards 
thus detailed at posts, or with a body of troops of more than four companies, will re- 
ceive tbe pay and allowances of a sergeant of ordnance ; and at all other posts, or with 
smaller bodies of uoops, the pay and allowances of a sergeant of infantry. (See act 
July 5, 1838, sec. 13.) 
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61. The commanding officer ma^ re-enlist a hospital steward at the 
expiration of his term of service, on the recommendation of the medical 
officer. 

62. HoBpitid stewards, whenerer stationed in places where no post 
return is made to the Adjutant General's office, or when osl furlongh, 
willy at the end of every month, rq^ori themselves by letter to the Ad- 
jutant General and Smgeon General, as well as to the Medical Director of 
the military department in which they may be serving ; to each of whom 
they will also report each new assignment to duty, or change of station, 
ordered in their case, noting carefully the number, date, and source of 
the order directing the same. They will likewise report monthly, when 
on furlough, to the medical officer in chai^ of the hospital to which 
they are attached. 

63. Hie aocotmts of pay, clothing, kc., of hospital stewatds must be 
kept by the medical officers under whose immediate cKrection they are 
serving, who are, also, responsible fot oertifiied statements of such ac- 
counts, and <»rrect desdiptlye lists of such stewards, to accompany them 
in case of tran8fer->-afi, also, that th«lir final statements imd certificates 
of dischaige are accurately made out, when thc^y are, at length, dis- 
charged from service. 

AMBtfLAKCfiS. 

64. Hie following amount and kind of transportation for the sick 
and wounded may be provided for troops on marches and in campaigns 
again«t Indians : 

1. For oMnmands of less than five companies, to eadi company 

one two-wh6eled ambulance. 

2. For a battalion, of .five companies, one four-wheeled and five 

two-wheeled ambulances. 
3 M 
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72. Upon the mftrch or In battle, medicaj officerB will habitually be 
attended by an orderly, carrying a hospital knapsack. This knapeack 
to be made of light wood and of the ordinary size ; to be dirlded into 
four compartments or drawers, aad to be covered with canvas or other 
suitable material ; the object being to carry in an accessible shape such 
iustruments, dressiQgs, and medicines, as may be needed in an emer- 
gency Qn the marclk or In the fi^ld. 
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Standard Supply Tdtiefor Genercd ctnd Post HoapUxda. 



Aktxglsi. 



Quantities for one year for 
commandB of — 



Fiom 
200 to 
9ClO« 



From 
300 to 
300. 



From* 
300 to 
400. 



500 
men. 



1,000 
men. 



AcadsB ^..•...*.«...^..,..lb. 

Acidi acetid .....^..^..Ib. 

** araeniosi.p..,. ..oz. 

" benzoid ...••..,..••. ok. 

" dtrici ^•...^,..lb. 

** muriatid .... «.....lb. 

" nitriel, ....,.«.. .lb. 

*' Bulphurid.. ....... ...lb. 

** " aromatid.,..lb, 

** tannid ..^. «...«. .—.OK. 

" taitarid lb. 

Aetheris su^hurid loti • . ,4. - - lb. 

Alcoholis..* « .^.bott. 

Aluiainis .••••«.« ...lb. 

Ammoniad « ...lb. 

Aixuxioni«9 caxbonatto ....««. oe. 

" muriatis -,..lb. 

Anthemldis lb. 

Antimoiulet potass: tartratis.oe. 

Argenti nitiatis, (crystals.) ..os. 

" (ftxsed) .^-.OE. 

AmicsB .... .....••...,.. lb. 

AssafoetidsQ......^. .»..oz. 

Bismuth! subnitratiB. ....... os. 

CjEuaphorsB ^.. ............. .lb. 

OardanKMni .... . ...oc 

Cfetechu ......lb. 

CeraealbaB<> lb. 

Cerati resins ............ ..lb. 

** simpUds lb. 

'* zind carbonatis ...... lb. 

Chlorofonni lb. 



24 
1 

i 

8 

i 
1 
3 
1 
1 
1 
4 
4 
2 
8 

2 
2 
8 
2 
1 



4 
1 
1 
2 
2 
1 
2 
2 
2 
4 
4 
4 
48 
2 
1 

le 

1 

2 

2 
2 
2 
8 
8 
4 
U 



3 
3 
2 
3 
3 
3 
« 

6 
72 
3 
2 
24 
2 
3 

3 

3 

3 

12 

U 

24 
2 

6 

24 

6 

3 



8 

P 

4 

!* 

4 
4 
8 
8 
8 

4 

12 
4 

4 
4 

le 

8 
32 

I* 

8 

32 

8 

4 



Iff 
5 
5 
8 
8 
5 
8 
8 
8 

16 

16 

16 

192 
8 
5 

64 
5 
8 

24 
8 
8 
8 

32 

32 

16 

64 
5 

16 

Iff 

64 

16 
8 



* To be issued to poeu where simple cerate caniiot be sent without becomitofrancitf^ 
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Articles. 





coramanda of— 




From 
100 to 
900. 


Prom 
200 to 
900. 


Prom 
300 to 
400. 


500 
men. 


1,000 
men. 


2 


4 


6 


8 


16 


5 


10 


15 


20 


40 


2 


4 


6 


8 


16 


1 


2 


3 


4 


8 


2 


4 


6 


8 


16 


6 


10 


15 


20 


40 


3 


6 


9 


12 


24 


1 


2 


3 


4 


8 


1 


1 
6 


2 
9 


12 


5 

24 


2 


4 


6 


8 


16 


1 


2 


3 


4 


8 


1 


2 


3 


4 


8 


8 


16 


24 


32 


64 


1 


2 


3 


4 


8 


1 


2 


3 


4 


8 


1 


2 


3 


4 


8 


1 


2 


3 


4 


8 


6 


12 


18 


24 


48 


2 


4 


6 


8 


16 


f 


1 
2 


2 
3 


2i 
4 


5 

8 


1 


2 


3 


4 


8 


1 


2 


3 


4 


8 


2 


4 


6 


8 


16 


\ 


1 
2 


2 
3 


2i 
4 


5 

8 


1 


2 


3 


4 


8 


8 


16 


24 


32 


64 


1 


1 
4 


2 
6 


2i 

8 


5 
16 


4 


8 


12 


16 


32 


2 


4 


6 


8 


16 


1 ■ 


1 
1 
1 


2 
2 
2 


^1 

^ 


5 
5 
5 



CoUodii ...... oz. 

Copaibce lb. 

Oreafloti oz. 

Cretffi preparatae lb. 

Cupri sulphate ... ......oz. 

Emplastri adhaesivi ..yds. 

* * cantharidis. ...... lb. 

" fern lb. 

** bydrargyri lb. 

** ichthyoooUae yds. 

Extract! belladonnas . oz. 

** buchufluldi lb. 

* * colchid acetlci . oz. 

*' colocynthidis comp.oz. 

* * colombae fluidi ..... lb. 

** conii -.-- ......oz. 

** cubebaB fluidi lb. 

*' gentianae fluidi. ....lb. 
** glycyrrhizse.. ...... lb. 

** hyoscyami oz. 

*' ipecacuanhae fluidi. .lb. 

" piperis fluidi oz. 

** pruni virg. fluidi lb. 

** rhei fluidi lb. 

I ** sanaparillae fluidi lb. 

. « jsenegae fluidi.... ...lb. 

I « sennaB fluidi ^^.....Ib. 

I *< tamxaci fluidi lb. 

I ** Valerianae fluidi ....oz. 

! ** zingiberis fluidi ...-lb. 
Berrilodidi ...oz. 

! '* et quiniae dtratis 02. 

• ** Bulphatis oz. 

Qambogise oz. 

Guaiaci resinae .. lb. 

Hydraigyri chloridi corr : oz. 
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SUPPLY TABLE FOR HOSPITALS— Continued. 



Articlcs. 





Quantities for one year fur 
commands of— 




Prom 
100 to 
900. 


Prom 

900 to 

300. 


Prom 

300 to 

400. 


500 
men. 


1,000 
men. 


1 


2 


3 


4 


8 


i 
1 


1 
2 


2 
3 


^ 

4 


6 

8 


1 


2 


3 


4 


8 


2 


4 


6 


8 


16 


4 


8 


12 


16 


32 


4 


8 


12 


16 


32 


1 


2 


3 


4 


8 


2 


4 


6 


8 


16 


3 


6 


9 


12 


24 


3 


6 


9 


12 


24 


i 
25 


1 
50 


2 
75 


1€0 


6 
200 


8 


16 


24 


32 


64 


2 


4 


6 


8 


16 


2 


4 


6 


8 


16 


\ 


1 
2 


2 
3 


I' 


5 

8 


1 


2 


3 


4 


8 


1 


2 


3 


4 


8 


1 


2 


3 


4 


8 


2 


4 


6 


8 


16 


8 


16 


24 


32 


64 


8 


16 


24 


32 


64 


4 


8 


12 


16 


32 


12 


24 


36 


48 


96 


4 


8 


12 


16 


32 


2 


4 


6 


8 


16 


? 


1 
2 


2 
3 


21 

4 


6 

8 


1 


2 


3 


4 


8 


1 


2 


3 


4 


8 


1 


2 


3 


4 


8 


2 


4 


6 


8 


16 


1 


2 


3 


4 


8 


1 


2 


3 


4 


8 



Hydrargyri chloridi mitis lb. 

** cum creta lb. 

" iodidi. ......... oz. 

" oxidirubri.. oz. 

lodinii ...... oz. 

lini lb. 

Liqnoris ammonise lb. 

** ferri iodidi .lb. 

'* potass: ar8enitis....oz. 
** sodae chlorinatae ..bott. 

* *■ zinci chloridi . . bott. 

lb. 

Bulphatis lb. 

Massse pil : hydrargyri...... oz. 

Mellis despmnati. ...... lb. 

Morphiee sulphatis .. dr. 

MyrrhaB . ...... lb. 

Olei anisi ... . .......oz. 

" cajuputi .. . oz. 

" caryophilli oz. 

** cinnamomi ..oz. 

*' menthse piperitse ...oz. 

" morrhuae...... bott. 

•* olivae ..... ...bott. 

** origani ...... oz. 

** ricini . .....qt. bott. 

*' terebinthin8B......qt. bott. 

" tiglii dr. 

Opii L lb. 

Picisabietis lb. 

Plumbi acetatis .. .......lb. 

Potassse acetatis... ....... ..lb.. 

'* bicarbonatis.. lb. 

*' bitartratis ....lb. 

'* cbloratis lb. 

" nitratis .. ..lb. 
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SUPPLY TABLE TOR HOSPITALS— Contlinaed. 



Aincin. 



I Bulphatis .... ......lb. 

Potassii oyannreti ......... .dr. 

** iodidi^... •---oz. 

Pruni viiginianffi lb. 

iPulveris acacia ............ .lb. 

*' aloes.....-....*. — oz. 

** cantharidit . «...oz. 

** capsid..... lb. 

** cinchonas --..lb. 

** ferri *.--oz. 

** ** per snlphatis . . .oz. 

** glycyrrhiMB - ^ . . . . - -OZ. 

** ipeeaciianhsd ....lb. 

** ipecacuanhse 6t opii .lb. 

** jalapsd oz. 

" lini lb. 

** opii lb. 

** rhei oz. 

** sabinae... »....oz. 

*' sinapla nigr9B.......lb. 

** ulmi.. •••.....«.. .lb. 

Quaesiae.. *...,..- ....lb. 

"QuiniaB sulphatis ...-*.. .oz. 

Bhd .......^..oz. 

Saochaii •.... lb. 

Saponis ......%........... ..lb. 

Scillae oz. 

SerpentarisB . ....lb. 

Sodae bicatbonatis..... lb. 

" boratis. ..........*... .lb. 

*' et potass: tartralis ....lb. 

SpigelisB ....lb. 

Spiritus ammon : aromatici..oz. 

** aetherls coinpositi lb. 

* * aetheris nltrici lb. 

* * lavandiilae comp : lb. 



Quantities for one year for 
commands ot— 



From 
100 to 
900. 



4 
8 
i 

1 
6 
2 

i 
10-20 

4 

20 

4 

4 

i 
2 

h 

3 



Prom 

SOU to 

300. 



1 

2 
16 

1 

4 

8 

4 

2 

2 

4 

2 

8 

1 

1 

8 
16 

1 

8 

2 
12 

4 

1 
20-40 

8 
40 

8 

8 

1 

4 

1 

6 
. 1 

4 

1 

4 

1 



Prom 
300 to 
400. 



8 
24 
2 
6 
12 
6 
8 
3 

3 
12 



12 
24 

2 
12 

3 
18 

6 

2 
30-60 
12 
60 
12 
12 

2 

6 

2 

9 

2 

6 

2 

6 

2 



500 



21 
4 
32 

H 

8 
16 

8 

4 

4 

8 

4 
16 

2i 

2* 
16 
32 

H 

16 

4 

24 

8 

^ 

40-80 
16 
80 
16 
16 

^ 

8 

2J 
12 

H 

8 

H 

8 
2J 



1,000 



5 

8 
64 

5 
16 
32 
16 

« 

8 
16 

8 
32 

5 

5 
32 
64 

6 
32 

8 
48 
16 

6 

80-160 

32 

160 

32 

32 

5 
16 

5 
24 

5 
16 

6 
16 
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Spiritus vini gaJlici bott. 

Strychniae. ....dr. 

Sulphurus loti -lb. 

Syrupi scillsB . lb. 

llnctuise aooniti radicis . lb. 

** digitalis ...... oz. 

* * ergotaB (Dublin) oz. 

** ferrichloridi lb. 

* * veratri viridis ..... oz. 
Unguenti hydrargyri .... lb. 

** ** nitratis..lb. 

Veratriae dr. 

Vini colchici seminis lb. 

Zinci acetatis ...... . oz. 

*' sulphatis ..........oz. 

INSTRUMSNTS. 

Buck's spongeholder for the 

throat - no. 

Cupping glasses or tins .no. 

Dissecting ...... ....sets. 

Lancets, spring^..... .no. 

** thumbf no. 

Obstetrical ..sets. 

Pocket..... sets. 

Probangs. ..no. 

Pulleys....-- - sets. 

Scarificators -.no. 

Splints (assorted) sets. 

Stethoscopes .no. 

Stomach-pump and case. . no. 

Syringes, enema^ . .....no. 

" penisjglass no. 

** ** metallic no. 



Quantities for one year for 
commands of— 



From 
100 to 
900. 



12 

1 
1 
3 
1 
4 
4 

i 
4 

1 

i 
1 

i 
1 
1 



1 

12 
1 
1 
4 
1 
1 
6 
1 
2 
1 
1 
1 
3 
2 
6 



From 
200 to 
300. 



24 
2 
2 
6 
2 
8 
8 
1 
8 
2 
1 
2 
1 
2 
2 



1 
12 
1 
1 
6 
1 
1 
6 
1 
2 
1 
1 
1 
3 
4 
12 



From 
300 to 
400. 



* 4 extra fleams to each laneet« 

4m 



36 
3 
3 
9 
3 

12 

12 
2 

12 
3 
2 
3 
2 
3 
3 



1 
18 
1 
2 
8 
1 
1 
6 
1 
2 
1 
1 
1 
3 
6 
18 



500 
men. 



48 

4 

4 
12 

4 
16 
16 

21 
16 
4 

^ 

4 

2i 

4 

4 



1 
18 
1 
2 
8 
1 
1 
6 
1 
3 
1 
1 
1 
3 
8 
24 



1,000 
men. 



96 
8 
8 

24 
8 

32 

32 
5 

32 
8 
5 
8 
5 
8 
8 



1 

24 

1 

4 

12 

1 

1 

6 

1 

4 

2 

1 

1 

6 

16 

36 



t Willi cases. X 1 Davidson's, 1, 4-oz., 1 ; 8-oz. 
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Syringes, vagina <> no. 

Teeth extracting ...sets. 

Tongue-duressor (hinge) . no. 

Tourniquets, field* ...... no. 

** . spiral.. .... no. 

Trusses, hernia.. ........ ..no. 

BOOKS. 

Anatomy ....... .....cop. 

Chemistry. ...............cop. 

Dispensatory.. ....cop. 

Medical Dictionary .. .cop. 

*' Formulaiy cop. 

** Jurisprudence and 

Toxicology . cop. 

" Practice.. -.cop. 

Obst€tricy cop. 

Regulations for Med. Dept. . .cop. 

Suigery. . ...cop. 

Blank.. ..^ no. 

Case...... ....no. 

Meteorological Register ..... no. 

Order and Letter- ^ no. 

PrescripticHi............ no. 

Register.. ....no. 

Requisitions ] 

Returns > ..no. 

Reports of sick ) 

HOSPITAL 8T0BIB. 

Arrow-root. .... ..........lb. 

Barley lb. 

Cinnamon lb. 



Quantities for one year for 
commands of-> 



100 to 



6 

20 

i 



From 
900 to 
300. 



10 

40 

1 



From 

300 to 

400. 



15 

60 

2 



500 



3 

1 
1 
6 
2 
12 



1,000 
men. 



6 
2 
2 

10 
4 

24 



20 
80 
^ 



40 

160 

5 



* Ilard India^ruUier, 1 ; glaM, 3. 
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Articles. 



Quantities for one year for 
commands of— 



Prom 
100 to 
SOO. 



From 
200 to 
300. 



From 
300 to 
400. 



500 
men. 



1,000 
men. 



Claves...... . oz. 

Cocoa ........ . . lb. 

Farina ............lb. 

Ginger, ground (Jamaica) .... lb. 

Nutmegs .. oz. 

Tea lb. 

Whiskey, bottles of ... doz. 

Wine, bottles of ...doz. 

BEDDINO. 

Bed-sacks .. ..........no. 

Bedsteads, iron.. . no. 

Blankets, woollen .. ....no. 

Coverlets no. 

Gutta-percha cloth ..... yds. 

Mattresses . .. no. 

Mosquito bars ..... ....no. 

Pillow-cases... - no. 

** ticks .. . ...no. 

Sheets ... ........... .no. 

FI7BNITI7&B, DBOSINaS, ITC. 

Bandages, suspensory ^ no. 

Binders' boardsf . no. 

Corks, assorted ...... doz. 

Corkscrews .. . no. 

Cotton batting.. ....... ....lb. 

'* wadding.. lb. 

Flannel, red yds. 

Funnels, glass ......no. 

** tin no. 

Hatchets no. 

* Assorted. 



4 

10 

5 

i 
4 
20 
2 
2 



10 

6-10 

10-20 

10 

4 

2 

6-10 

25 

10 

40 



4 
4 
12 
1 
1 
1 
5 
1 
1 
1 



10 
1 
8 

40 
4 
4 



20 
12-20 
20-40 

20 

6 

4 

12-20 

50 

20 

80 



8 
6 

24 
1 
2 
2 

10 
1 
1 
1 



12 

30 

16 

2 

12 

60 

6 

6 



30 

18-30 

30-60 

30 

8 

6 

18-30 

75 

30 

120 



12 
8 

36 
2 
3 
3 

15 
2 
2 
2 



16 
40 
20 

H 
16 

80 
8 
8 



40 
24-40 
40-80 

40 

10 
8 
24-40 
100 

40 
200 



16 

12 

48 

2 

4 

8 

20 

2 

2 

2 



32 
80 
40 
5 
32 
160 
16 
16 



80 
48-80 
80-160 

80 

16 

16 
48-80 
200 

80 
400 



32 

16 

96 

3 

8 

8 

40 

4 

2 

2 



tl8iiieh6sb7 4. 
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Auticleb. 



Quantities for one year for 
commands of— 



From 
100 to 
900. 



From 

200 to 

300. 



From 
300 to 
400. 



500 
men. 



1,000 
men. 



Hones, (in wood)^ no. 

Ink-powder ......papers. 

Inkstands ................no. 

linen ..^..yds. 

lint lb. 

Measures, graduated no. 

" tin.... sets. 

Medicine cups and glassesf ..no. 

Mills, coflfee no. 

Mortars and pestles, glass... no. 
** ** iron .... ..no. 

" " wedgewood.no. 

Muslin . ..yds. 

Needles, sewing.., no. 

Oiled silk, or gutta-percha 
tissue, or India-ruber tis- 
sue -.yds. 

Pans, bed .... . no. 

Paper envelopes J no. 

Paper, filtering quires. 

" wrapping . . . quires. 

'* writing§ ........quires. 

Pencils, hair ........ no. 

** lead -...-no. 

Pens, steel ..doz. 

Pill-boxes .--..papers. 

" machine ...no. 

Pins, assorted-...- papers. 

Quills ... no. 

Rain-gauges -...-- no. 

Razors ..... ..no. 

Razor-strops-- no. 



1 
2 
1 
6 
4 
3 
1 
3 
2 
1 
1 
1 
25 
25 



4 

2 

100 

1 

10 

12 

12 

6 

2 

3 

1 

2 

25 

1 

1 

1 



1 

10 
6 
3 
1 
6 
2 
1 
1 
2 
50 
25 



6 

2 

125 

1 

12 

20 

18 

8 

3 

6 

1 

4 

25 

1 

1 

1 



1 

3 

2 

15 

8 

4 

1 

9 

2 

2 

1 

2 

75 

25 



6 

3 

150 

2 

15 

20 

24 

10 

3 

9 

1 

6 

50 

1 

1 

1 



1 
3 
2 

20 

10 
6 
1 

12 
3 
2 
1 
3 
100 

25 



8 

4 

200 

2 

15 

20 

30 

12 

4 

12 

1 

8 

50 

1 

1 

1 



1 
4 
2 

40 

20 
6 
1 

24 
4 
2 
1 
3 
200 

50 



12 

5 

250 

3 

20 

30 

50 

18 

6 

24 

1 

16 

50 

1 

2 

2 



* 4 inches by 1. f 2 cups to 1 glass. 

X Assorted, 3 sizes. « Official business " printed on each. 

§ Foolscap, letter, and note— white ; blue ruled. 
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Articles. 



Scales and weights, apothe- 
cary's ... ...... sets. 

Scales and weights, shop sets. 

Scissors ......no. 

Sheepskins, dressed no. 

Silk, surgeon's . . oz. 

** green.. yds. 

Spatulas ...... no. 

Sponge ..... lb. 

Tape<> ..pieces. 

Thermometers and hygrome- 
ters no. 

Thermometers .. ......no. 

Thread, linen. ......oz. 

Tiles no. 

Tow lb. 

Towels .... ... ...... no. 

Twine lb. 

Urinals ...... ......... no. 

Vials, assorted ....doz. 

Wafers (J oz. boxes) no. 

Wax, sesding .sticks. 



Quantities for one year for 
commands of— 



From 
lUO to 
i200. 



3 

i 

4 

2 
1 

4 
2 
1 
20 
1 
2 
6 
1 
3 



From 

200 to 

300. 



1 
1 
2 
6 

i 
1 
3 

8 

2 
1 
4 
3 
2 

30 
1 
3 

12 
1 
3 



From 

300 to 

400. 



2 

1 
2 

8 

i 
2 
4 

* 
12 



1 
6 
3 
2 

50 

li 
6 
18 
2 
4 



500 
men. 



2 

1 

3 

10 

6 

f 
16 

2 
1 
6 
3 
3 
75 

6 

24 

2 

4 



1,000 
men. 



2 
1 
4 

12 
1 
5 

12 
1 

32 

2 

1 

8 

4 

5 

150 

3 

10 

48 

3 

6 



* One-quarter, woollen ; three quarters, cotton. 



so 



REGULATIONS FOR THE 



73. Each medical officer will also be supplied with the following 
surgical instruments for his personal use, which he will retain in his 
immediate possession so long as he remains in the army, and for the 
complete and serriceable condition of which, at all times, he will be 
held responsible: 



AMPUTATING. 

1 Capital Saw. 

1 Metacarpal Saw. 

1 Capital Amputating Knife. 

1 Medium ** 

1 Small ** 

1 Large Catling. 

1 Small " 

1 Scalpel. 

1 Tenaculum. 

1 Artery Needle. 

1 " Forceps. 

1 B(me " 

1 Spiral Tourniquet. 

12 Surgeon's Needles. 

1 Mahogany Case, braas bound. 

1 Gutta-Percha Pouch. 

TBEPHDflNO. 

2 Trephines. 

1 Scalpel, with Baspitor. 

1 Hejrs' Saw. 

1 Elevator, 

1 Brush. 

1 Mahogany Case, brass bound. 

EXSECTING. 

1 Bone Forceps, Liston's. 

2 Bone Forceps, sharp, assorted. 
1 Bone Forceps, for sequestra. 

1 Chain Saw. 
1 Chisel. 
1 Gouge. 

1 Lenticular Knife. 

2 Spatulas, protecting. 

1 Trephine, small crown. 
1 Ecraseur. 

1 Mahogany Case, brass bound. 
1 Gutta-Percha Pouch. 



GENERAL OPERATING. 

1 Metacarpal Saw. 
1 Trocar. 
1 Ball Forceps. 
1 GuUtjt " 
1 Arteiy *» 

1 Dressing" 

2 Scissors, straight and curved. 
1 Artery Needle, with 4 points. 
12 Surgeon's Needles. 

1 Tourniquet. 

1 Small Amputating Knife. 

1 '* Catling. 

3 Bistouries. 

1 Hernia Knife. 
3 Scalpels. 
1 Cataract Knife. 
1 ** Needle. 
1 Tenaculum. 

1 Double Hook. 

6 Steel Bougies, silvered, double 
curve. Nob. 1 and 2, 3 and 4, 
5 and 6, 7 and 8, 9 and 10, 
11 and 12. 

6 Wax Bougies, Nos. 2, 4, 6, 8, 10. 

3 Silver Catheters, Nos. 3, 6, 9. 

6 Gum-elastic Catheters, Nos. 1 
3, 6, 7, 9, 11 

2 Mahogany Cases, brass bound. 
1 Gutta-Percha Pouch. 



1 Large Scalpel. 
1 Small *' 
1 Artery Forceps. 
I Bull-dog ** 
1 Curved ** 
1 Dressing ** 
1 Needle. 
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1 Sharp-pointed Bistoury. 

1 Probe-i)ointed Bistoury. 

1 Long Probe-pointed Bistoury. 

1 Sti-ai^t ScisBors. 

1 Knee 

1 Flat-curved Scissors. 

1 Gum Lancet. 

1 Tenaculum. 

1 Tenotomy Knife. 

1 Abscess Lancet. 

1 Exploring Needle. 



1 Exploring Trocar. 
1 Seton Needle. 

1 Spatula. 

2 Probes 

1 Director. 

1 Double Oonula. 

1 Comp'd Silver Catheter, 

6 Surgeon's Needles. 

1 Artery Needle. 

1 Morocco Case. 

1 Leather Trunk. 



74. The transfer of the surgical instruments issued to each medical 
officer for his personal use is positively forbidden. These instruments 
will be accounted for to the Surgeon General on the 31st day of 
December annually in a special return, in which the true condition af 
each must be stated ; and if any be lost or damaged, a report of the 
facts and circumstances attending such loss or damage must be given. 

75. To each General and Post Hospital one ounce of brominium, with 
printed directions for preparing and administering Bibron's antidote to 
the poison of serpents. Also one bottle of liquor ferri per sulphatiSj and 
one bottle of ligw/r ammordce^ in equal proportions, with printed direc- 
tions for preparing speedily, and for administering the hydrated sesqui- 
oxide of iron as an antidote to poisoning by arsenic. 

76 If the following articles of hospital furniture cannot be obtained 
with the hospital fund, they shall be procured from a quartermaster or 
medical disbursing officer by special requisition : 



ABTICLES. 



Basins, wash. 

Bowls. 

Brushes. 

Buckets. 

Candlesticks. 

Clothes-Lines. 

Cups. 

Dippers and Ladles. 

Graters. 

Gridirons. 

Kettles, tea. 

Knives and Forks. 

Lamps and Lanterns. 

Locks and Keys. 



Mugs. 
Pans, frying. 

sauce. 

Pitchers. 

Plates and Di^es. 

Pots, chamber and Chair. 

coffee and tea. 

Sadirons. 

Shovels, fire. 

Snuffers. 

Spoons. 

Tongs and Pokers. 

Tumblers. 

Woodsaws. 
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SUPPLY TABLE FOB HOSPITALS— Continued. 



Abticlm. 



Quantities for one year for 
comroandd of— 


From 
100 to 
900. 


From 
200 to 
900. 


From 
300 to 
400. 


500 
men. 


1,000 
men. 


2 


4 


6 


8 


16 


5 


10 


16 


20 


40 


2 


4 


6 


8 


16 


1 


2 


3 


4 


8 


2 


4 


6 


8 


16 


6 


10 


16 


20 


40 


3 


6 


9 


12 


24 


1 


2 


3 


4 


8 


t 


1 

6 


2 
9 


.1' 


6 
24 


2 


4 


6 


8 


16 


1 


2 


3 


4 


8 


I 


2 


3 


4 


8 


8 


16 


24 


32 


64 


1 


2 


3 


4 


8 


1 


2 


3 


4 


8 


1 


2 


3 


4 


8 


1 


2 


3 


4 


8 


6 


12 


18 


24 


48 


2 


4 


6 


8 


16 


1 


1 
2 


2 
3 


2' 


5 

8 


1 


2 


3 


4 


8 


1 


2 


3 


4 


8 


2 


4 


6 


8 


16 


i 

I 


1 
2 


2 
3 


1' 


6 

8 


1 


2 


3 


4 


8 


8 


16 


24 


32 


64 


1 


1 
4 


2 
6 


2i 

8 


6 
16 


4 


8 


12 


16 


32 


2 


4 


6 


8 


16 


1 


1 
1 
1 


2 
2 
2 


^ 

it 


5 
6 
6 



Collodii ....... oz. 

Copaibee ... ............lb. 

OreaBoti ..» oz. 

Cretae preparatas ......lb. 

Cnpri sulphatb ........oz. 

Emplastri adhaesivi .yds. 

cantharidis. . ..... lb. 

fern lb. 

hydrargyri ...lb. 

ichthyooollae yds. 

Extract! beUadonnse ...oz. 

buchu fluidi .......lb. 

colchid acetici ..... oz. 

colocynthidis comp .oz. 

colombee fluidi ..... lb. 

conii .... ......oz. 

cubebae fluidi lb. 

gentianae fluidi... ..lb. 

glycyrrhizBB .. . ..... lb. 

hyoBcyami ......oz. 

ipecacuanhae fluidi. .lb. 

piperis fluidi • . . oz. 

pruni virg. fluidi ...lb. 

rhei fluidi lb. 

saisaparillaB fluidi.. .lb. 

senegaB fluidi.... ...lb. 

sennae fluidi ... lb. 

taraxaci fluidi...... lb. 

valerianaB fluidi ....oz. 

zingiberis fluidi .... lb. 

Ferriiodidi ...oz. 

* * et quiniae citratis oa. 

** Bulphatis . ...oz. 

Qambogiae .......... ...oz. 

Guaiaci resinae lb. 

Hydraigyri chloridi corr : oz. 
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Articlks. 



Quantities for one year fur 
commands of— 


From 
100 to 
SOO. 


From 

900 to 

900. 


From 

300 to 

400. 


500 
men. 


1,000 
men. 


1 


2 


3 


4 


8 


! 


1 
2 


2 
3 


I' 


6 

8 


1 


2 


3 


4 


8 


2 


4 


6 


8 


16 


4 


8 


12 


16 


32 


4 


8 


12 


16 


32 


1 


2 


3 


4 


8 


2 


4 


6 


8 


16 


3 


6 


9 


12 


24 


3 


6 


9 


12 


24 


25 


1 
60 


2 
76 


1«0 


6 
200 


8 


16 


24 


32 


64 


2 


4 


6 


8 


16 


2 


4 


6 


8 


16 


t 


1 
2 


2 
3 


I' 


5 

8 


1 


2 


3 


4 


8 


1 


2 


3 


4 


8 


1 


2 


3 


4 


8 


2 


4 


6 


8 


16 


8 


16 


24 


32 


64 


8 


16 


24 


32 


64 


4 


8 


12 


16 


32 


12 


24 


36 


48 


96 


4 


8 


12 


16 


32 


2 


4 


6 


8 


16 


i 

1 


1 
2 


2 
3 


2i 

4 


6 

8 


1 


2 


3 


4 


8 


1 


2 


3 


4 


8 


1 


2 


3 


4 


8 


2 


4 


6 


8 


16 


1 


2 


3 


4 


8 


1 


2 


3 


4 


8 



Hydrargy ri chloridi mitis .... lb. 

** cum creta lb. 

" iodidi ....oz. 

** oxidirubri.. oz. 

lodinii . , .........oz. 

Lini lb. 

liquoris ammonise lb. 

fern iodidi lb. 

*^ potass: ar8eniti8....oz. 
" sodae chlorinatae ..bott. 

* * zinci chloridi bott. 

Magnesiae lb. 

Bulphatis lb. 

Massse pil : hydrargyri...-..oz. 

Mellis despumati lb. 

MorphieB Bulphatis .....dr. 

MyrrhaB ...... ...... ...lb. 

Olei anisi .... oz. 

** cajuputi . oz. 

" caryophilli-. oz. 

** cinnamomi.. . oz. 

" menthse piperitse oz. 

** morrhuae..... bott. 

** olivad .. bott. 

** origan! oz. 

** ricini............qt. Iwtt. 

*' terebinthinae qt. bott. 

•* tiglii dr. 

OpU i lb. 

Picisabietis lb. 

Plumbi acetatis ...... lb. 

Potassae acetatis... ....... ..lb. 

** bicarbonatis.. lb. 

" bitartratis lb. 

•* chloratis lb. 

'* nitratlH .. lb. 
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SUPPLY TABLE FOR FIELD SERVIOE— Contiimed. 



Articles. 



Quantities. 



Regt 
3 mos. 



Bat. 
3iuos. 



Oomp. 
3moB. 



Tlncturae opii ..-..,-. ...oz. 

** veratri viridis oz. 

Ungiienti hydrargyri -.- .--- lb. 

" " nitratis lb. 

Zind acetaiis ......--..----- oz. 

'* sulphatis .... . . oz. 

IN8TBUMENTS. 

Buck's Spongeholdcr for the throat no. 

Cupping-glasses and tins** .---- . — no. 

Lancets, spring ... ..... no. 

•* thiunb (with cases).. ...no. 

Pocket -.sets. 

Probangs (whalebone) ...... .... ..no. 

Scarificators no. 

Splints (major) ..... .... sets. 

Stomach-pump and case -.. .. no. 

Syringes, cnemaf no. 

** penis, glass ^ no. 

*' *' India-rubber .. no. 

Teeth extracting ...... sets. 

Tongue depressor (liinge) ... .... no. 

Tourniquets, field ... ...... no. 

•* spiral ..* .- no. 

Trusses, hernia..... ^...-•.. no. 

BOOKS. 

Anatomy, (surgical) -....^., ......cop. 

Medical Practice .--- cop. 

Regulations for Medical Department cop. 

Surgery (operative) - .cop. 

Thompson's Conspectus, - cop. 

91iuik no. 



16 

8 

I 

i 
2 
2 



1 
16 

1 
6 

1 
12 
4 
I 
1 
4 
8 
8 
1 
1 
8 
2 
6 



► 



*Bftirglas9,baiftin. 



1 1 Davidson's; 1 bard rubber, 6 oz. 



2 

i 

1 

I 
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SUPPLY TABLE FOR FIELD SERVICE— Continued. 



(Quantities. 



Reg»t 
3mos. 



Bnt. 
3mo8. 



Gomp. 
3inos. 



HOSPITAL 8T0RBR. 

Arrow-root ^ lb. 

Candles (sperm) . lb. 

Farina lb. 

Ginger (fimd extract) lb. 

Nutmegs ...... . oz. 

Tea. lb. 

Whiskey, bottles of . ....doz. 

BEDDING. 

Blankets, woollen (brown) . no. 

Blanket-cases (of canvas, after pattern) no. 

Gutta-percha cloth ..-.--. yds. 

'* •* bed-covers (1) no. 

Musquito bars . ........... no. 

FUKNITUBB AND D&B8SINGS. 

Bandages, roller, assorted (2) - doz. 

** suspensory, assorted (2) ....no. 

Binders' boards (18 inches by 4) ...... no. 

Buckets, leather no. 

Corks, assorted doz. 

Corkscrews .. ........ ....no. 

Cotton batting . i ....lb. 

** wadding ......lb. 

Flannel (red) yds. 

Hatchets -- no. 

Hones (4 inches by 1, in wood) no. 

Ink, 2-ounce bottles . - no. 



10 
2 

10 
1 
8 

30 
2 



20-40 

Ifor 

8 

8 

12 



14 

12 

18 

4 

12 

2 

2 

2 

6 

2 

1 

12 



5 
1 
6 

i 

4 

15 

1 



10-20 
lObla 

4 

4 

6 



10 

nkets. 

2 

2 

4 



(1) So constructed as to form, when 
united, a continuous spread or covering. 
(3) 1 doz. 1 in. wide, 1 yard long. 
2 " 2 " 3 « 



2 doz. Z)4 inches wide, 3 irards long. 
1 « 3 " 4 « 

X" 3^ « 5 « 

X « 4 « 6 «« 
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SUPPLY TABLE FOR FIELD SERVICE— Continued. 



Articles. 



auantities. 


Reg'l 


Bat. 


Comp. 


Smos. 


Smos. 


3ino8. 


— ... 


...... 


. — ... 


8 


4 


2 








4: 


2 


2 


6 


3 


2 








2 


1 


1 


2 


1 


1 


20 


10 


5 


25 


25 


25 


8 


4 


2 


2 


1 


1 


100 


60 


25 


6 


3 


1 


12 


6 


3 


24 


12 


6 


12 


6 


3 


4 


2 


1 


2 


1 


1 


6 


6 


6 


4 


2 


2 


1 


1 


1 


1 


1 


1 


1 


1 


1 


4 


2 


2 


4 


2 


1 



Knapsacks, hospital (1)...... . ...no. 

Lanterns ......... ..........no. 

Lint lb. 

Litters and stretchers, hand (1). .. «no. 

** horse (1) -.no. 

Measures, graduated, assorted (2) ......no. 

Medicine chests .no. 

*^ cups and glasses (3) ........no. 

** panniers ........... no. 

Mess chests (see note). .......... no. 

Mills, coflfee — ...no. 

Mortars and pestles, wedgewood (small) no. 

Muslin. ............ . yds. 

Needles, sewing (assorted, in a case) no. 

Oiled silk, or gutta-percha tissue, or India- 
rubber tissue. -- -. yds. 

Pans, bed (4) ...no. 

Paper envelopes, assorted (5) ......... no. 

Paper, wrapping. ...................quires. 

" writing (6).... ........quires. 

Pencils, hair no. 

* * lead (of Faber' s make. No. 2) no. 

Pens, steel doz. 

Pill-bOxes (wood)......... — ..... papers. 

** " (tin) no. 

Pins, assorted (large and medium)... ..papers. 

Razors no. 

Razor-strops. .......... ... no. 

Scales and weights, apothecary's. . sets. 

Scissors. ....... ........ — . no. 

Sheep-skins, dressed ...... ......... .no. 



According to pattern. 
I 6 oz., 3 oz., minim. 
) S capa to 1 glass. 
(4) Of hard India-rubber or other mate- 
rial. Shovel. 



(5) 50 letter, 25 note, 35 large. << Official 
Business" printed on each. 

(6) 3 foolscap, 6 letter, 4 note, white ; 
blue ruled. 
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SUPPLY TABLE FOR FIELD SERVICE— Contiimed. 



Quantities. 



Reg't 
3mo8. 



Bat. 
3ino8. 



Comp. 
3mo8. 



Silk, surgeon's. --..-. ....oz. 

Silk, gr6en ..... .... yds. 

Spatulas ......... ...no. 

Sponge, (washed) - lb. 

Tape- ........ ...... pieces. 

Thread, linen —...-. oz. 

Tiles. . . .--.....-. no. 

Towels.-.. .... no. 

Twine lb. 

Urinals. ... .......no. 

Vials, assorted (1-oz. and 2-oz) doz. 

Wafers, (i^-ounce boxes) ... . no. 

Wax, sealing. .........sticks. 



i 
1 
6 
1 
4 
2 
2 
40 

i 

4 
4 

1 
2 



i 

3 

i 
2 
1 

1 
20 

i 
2 
2 
1 

1 



i 
i 
2 

i 
1 
1 
1 
10 

i 
1 
1 
1 
1 



NoTB.— FURNITURE OP MESS CHEST. 



8 Basins, tin. 

2 Boxes, pepper and salt. 

6 Cups, tin. 

4 Canisters, (for tea, coffee, sugar, and 

butter.) 
2 Dippers and ladles. 
1 Grater. 
1 Gridiron. 
1 Kettle, tea, iron. 
12 Knives and forks. 



6 Mugs, (Britannia, half-pint.) 

1 Pan, frying. 

1 Pan, sauce. 

8 Plates (6) and dishes (2), tin. 

1 Pot, iron. 

2 Pots, coffbe and tea, tin. 

12 Spoons, iron (table [6 J and tea [6]). 
1 Tray, tin. 
6 Tumblers, tin. 



The standard supply tables contain all the articles to be purchased by 
medical purveyors, except on the orders of the surgeon general ; but 
any less quantity may be required, or any article omitted, at the dis- 
cretion of the medical officer. 
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METEOROLOGICAL OBSERVATIONS. 

The following "Directions for taking Meteorological Observations*' 
will be observed, in all respects, with the utmost strictness and regu- 
laritv. 

The senior medical officer on duty at each military station is respon- 
sible for the accuracy of the meteorological observations made at the 
station, and will sign each register. 

Within five days after the close of each month, a feir copy of the 
Meteorological Register (Form No. 11) will be transmitted, under cover, 
addressed directly to the Surgeon General. 

The Department expects that the medical officer will instruct hospital 
stewards in the proper mode of taking and recording these observations, 
and give to the subject their personal supervision. If the register be 
inspected daily, at the time of signing the morning report, errors would 
be promptly corrected with very little trouble to the medical officer. 

DIKECnONS. 

Observations of the barometer, with its attached thermometer, of the 
thermometer (detached) and hygrometer, of the direction and force of 
the wind, and of the weather, will be made at 7 a. m., 2 p. m., and 
9 p. m. 

At every fall of rain, snow, hail, or sleet, the time of its commence- 
ment and end will be recorded, and the quantity which fell, as indi- 
cated by the rain ga\igc. 
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Each of the above observations will be registered, as soon as made, 
in its appropriate column. Should, however, an observation be from 
necessity omitted at any of the regular periods, it is enjoined that a 
blank be left on the register in the place where the omitted observa- 
tion should have been recorded. 

At the end of the month add up each column of figures on the reg- 
ister under the heads of ^* Barometer** and ^^Thermomder Attached,** and 
divide the sum by the number of days on which observations were 
made. The quotient will be placed at the foot of each column, upon 
the line marked ^^MovMy Mean.** 

One-third of the sum of the three daily observations of the thermo- 
meter and hygrometer will be registered as the daily mean. The sum of 
the observations recorded in the 7 a. m., 2 p. m., and 9 p. m. columns, 
divided by the number of observations made during the month at those 
hours, respectively, will give the monthly mean for each of those hours ; 
and one-third of the simi of these three mean results is to be recorded 
as the average mean for the month. The correctness of this last result 
is to be proved by adding the "daily means," and dividing by the 
number of da3n3 of observation; the two results should approximate 
very closely, if the additions and divisions have been correctly made. 

The " Quantity of Rain** will also be added up and the mm placed at 
the foot of the proper column. 

In all entries oa the Tester, fraetiona will be expressed in decimals, 
carried out two points. 

BAROMETER AND ATTACHED THERMOMETER. 

The barometers now in use by the Department arc the siphon, of 
Bunten, and the cistern, of Green. 
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Special directions for observing those instmments, respectively, will 
be issued with each barometer, or will be furnished to the medical 
officers on application to the Surgeon General. 

THERMOMETER, (DETACHED.) 

The thermometer will be placed in a situation having a free circula- 
tion of air, not exposed to the direct or reflected ra3r8 of the sun, and 
sheltered from rain. Its situation should be remote from massive walls, 
which slowly imbibe or part with caloric. In making observations 
avoid breathing on the instrument, or touching it ; and at night man- 
age your lamp so as not to cause a rise of the mercury by its heat. 

HYGROMETTER. 

The hygrometer adopted by this Department consists essentially of 
a thermometer, the bulb of which is covered with floss silk enclosed in 
a piece of thin muslin, the ends of the silk sufficiently long to dip into 
water contained in a brass reservoir secured immediately below the 
bulb. In the top of this reservoir is a small opening to admit the silk, 
and to the front is attached a cylinder communicating with the interior 
by a small hole. The reservoir is to be kept always supplied with 
water poured into it through the cylinder, and the bulb will be con- 
stantly moistened by capillary absorption. 

Should the floss alk become incrusted with saline particles, or with 
dirt, it may be cleaned by gently syringing it with warm water, or by 
means of a soft brush or camel's hair pencil ; and in the event of the 
reservoir becoming filled with sediment, it may be removed from the 
case by taking out the screws by which it is attached, when it may be 
freely rinsed, and the sediment detached with a feather introduced 
through the opening in the top. To prevent such accumulations, the 
use of filtered rain or of distilled water is recommended. An extra 
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quantity of silk will be issued with each instrument, and if it be found 
necessary to apply a new covering to the bulb, it may be readily done 
by first removing the reservoir as above directed, and taking care that 
the floss silk is accurately spread over the surface of the bulb inside of 
the gauze, before tying the thread above it. In those instruments in 
which the bulb of the hygrometer is curved forward, it will not be 
necessary to remove the reservoir in order to apply a new cover. In 
freezing weather, when the covering of the bulb remains diy, it will be 
necessary to moisten it with cold water, about fifteen or twenty minutes 
before the time for making the observation ; the evaporation from the 
film of ice thus formed being slower than that from water. When 
recourse is had to this special moistening of the bulb, the fact will be 
noted in the column for remarks. 

The directions respecting the position and exposiu-c of the thermo- 
meter will be observed in regard to the hygrometer. 

WIND. 

The direction and estimated force of the wind will be rcgist<ired 
together. 

The direction will be expressed, as is customary, by the letters which 
denote the points of the compass, as W., SW., &c. The force of the 
wind >vill be expressed by figures from to 10, thus: 



will signify a calm ; 


5 will signify a strong wind ; 


1 « 


a barely perceptible 


6 


(( 


a very strong wind ; 






7 


(( 


a storm ; 


2 " 


a gentle breeze ; 


8 


i( 


a great stom ; 


3 «< 


a moderate breeze ; 


9 


« 


a hurricane ; 


4 « 


a brisk breeze ; 


10 


u 


a violent hurricane. 



For example :-T«hould the wind blow a brisk breeze from SW , the 
expression in the Register would be, SW. 4. 
6 M 
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The wholo number of times any point of the compass is recorded 
during the month gives the *< number of observations," and that num- 
ber dipded by 3 gives the number of days from that point. The 
results thus obtained are to be registered under ** Summary of Winds 
and Weather." 

WEATHER. 

Observations on the weather will be recorded as fair or doudy ; and 
the number of fair and cloudy days during the month will be ascertained 
by dividing the sum total of each record by 3. The number of dajrs on 
which it rains or snows will be noted separately. 

RAIN. 

The instrument used to measure the quantity of rain which falls is 
the conical rain gauge. 

It will be kept remote from all elevated structures, at a distance at 
least equal to their height, and still further off where it can be con- 
veniently done. It is to be suspended in a circular opening made in a 
board, which is to be fixed to a post, eight feet froin the ground ; the 
opening to be five inches in diameter, and bevelled so as to fit the side 
of the gauge, into which the cap is to be fixed, base downwards, to pre- 
vent evaporation. The measurement is made by putting down perpen- 
dicularly to the bottom of the gauge the measuring stick, and applying 
it, from its point to the water mark, on the scale, which will express 
the quantity in inches or their decimals. The graduation of the scale 
is by hundredths of an inch for the first three-tenths of an inch, and 
above that by tenths and half-tenths. Parts of degrees will be measmed 
by the eye, and set down in decimals. If a rain continue for any length 
of time, the quantity in the gauge will be measured at suitable inter- 
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vals, before the water rises high in it, and the measurements summed 
up at the close. 

In freezing weather, when the rain gange cannot be used out of doors, 
it will be taken into the room, and a tin vessel will be substituted for 
receiving the snow, rain, or sleet, that may then fall. This vessel must 
have its opening exactly equal to that of the rain gauge, and widen 
downwards to a sufficient depth with a considerable slope. It should 
be placed where nothing can obstruct the descending snow from en-ter- 
ing, and where no drift snow can be blown into it. During a continued 
snow-storm, the snow may be oocasionaflly pressed down. The contents 
of the vessel must be melted by placing it near the fire. With a cover 
to prevent evaporation, ami the water produced poured into the gauge 
to ascertain its quantity, which must then be entered on the Register. 

REMARKS. 

Under this head may be noted all remarkable phenomena, especially 
sudden and simultaneous** changes of wind and temperature ; their eflfect 
on the barometer ; the moment of gi-eatest depression of the barometer 
in the passage of storms ; currents of clouds moving in different direc- 
tions, and at different heights ; the rise and fall of rivers and lakes ; 
remarkable tides ; the opening and closing of navigable waters ; the 
last killing frost that occurs in spring, and the first in autumn, as 
shown by their effects on the tender buds, leaves, and germs of fruit 
trees, &c. ; the commencement and progress of vegetation ; the first 
appearance and departure of birds of passage ; thunder storms, near or 

* All atmospheric vicissitudes whicti seem to affect invalids unflivorably or other, 
wise, and the supposed agency of climate in the causation and cure of disease will be 
noticed in the Quarterly Report of Sick. 
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remote; silent lightning, with its direction and elevation above the 
horizon ; falls of hail, snow, and sleet ; fogs, white or hoar frost, &c. 

Always examine the heavens at the latest observation, whether there 
be any aurora or shooting stars ; and especially about the 10th of Au- 
gust, and 12th and 13th of November, see whether there be any great 
number of luminous meteors visible, stating the number observed in an 
hour, or at least in a quarter of an hour. In case of great fires occur- 
ring in clear, calm, diy weather, with a high dew point, observe whether 
clouds form over the fire, and describe the phenomena. 

Connected with meteorology are many interesting subjects of inquiry, 
which can only be elucidated by wide-spread, simultaneous observations. 
The medical officers of the army are therefore confidently invited to 
co-operate in the collection of data tending to advance the interests of 
science. For the accuracy of their observations, (quoted as they will 
be both at home and abroad,) it is hardly necessaiy to say the reputa- 
tion of the Department is pledged. 
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EEGISTEBr-Continued. 



REMARKS. 



Tbis register is to be mailed to tbe Surgeon General monthly withont a letter of 
transmittal. AH fractions are to be expressed in decimals carried out two points. 
The thermometer and hygrometer, if not connected, will be suspended side by side. 
One-tbird of the sum of the three daily observations will be registered as the daily 
mean. The direction (D.) and fbrce (F.) of the winds will be expressed in accord- 
ance with existing regulations. The whole number of times any point of the com- 
pass is recorded during the month gives the ** number of observations ;" and that 
number divided by 3 gives the number of days from that point. The results thus 
obtained are to be recorded under <* Summary of winds and weather." Observa- 
tions on the weather will be recorded as fair or olocdt ; and the number of fair 
and cloudy days during the month will be ascertained by dividing the sum total of 
each record by 3. The number of days on which it rains or snows will be noted 
separately. 

SoRGBOif GsifBRAL's OPFicB, Morch, i860. 



Surgeon U, 8, Army. 



[indorsement.] 
SUition: 

METEOROLOGICAL REGISTER 

FORTIUS 

Month of , 18—. 

Transmitted by 



Surgeon 17. S. Army, 
Rtc'd S. Q, Office , 18—. 
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Form 13. 
army of the united states. 

(Coat of Anns.) 

Certificate qf Dimhiliiyfor Discharge. 

(To he used J in duplicate, in all cases of discharge on account of disability.) 

A. B., of Captain *s company ( — ), of the regiment of 

United States , was enlisted by , of the regiment 

of , at , on the day of , to serve years ; he 

was bom in , in the State of , is years of age, 

feet inches high, complexion, eyes, hair, and by 

occupation when enlisted . During the last two months said 

soldier has been unfit for duty days. 

(The company commander will here add a statement of all the facta 
known to him concerning the disease or wound, or cause of disability of 
the soldier ; the time, place, manner, and all the circumstances under * 
which the injury occurred, or disease originated or appeared; the duty, 
or service, or situation of the soldier at the time the injury was received 
or disease contracted, or supposed to be contracted; and whatever facts 
may aid a judgment as to the cause, immediate or remote, of the dis- 
ability, and the circumstances attending it.) 

C. D. , Commanding Company, 

When the/flcte are not known to the company commander, the certifi- 
cate of any officer, or affidavit of other pei-son having such knowledge, 
will be appended. 

I CERTIFY that I have carefully examined the said of Captain 

's company, and find him incapable of performing the duties of a 
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Boldier, because of [here describe particularly the disability, wound, or 
disease ; the extent to which it deprives him of the use of any limb or 
faculty, or affects his health, strength, activity, constitution, or capacity 
to labor or earn his subsistence. The surgeon will add, from his knowl- 
edge of the facts and circumstances, and from the evidence in the case, 
his professional opinion of the cause or origin of the disability.] 

E. F., Surgeon, 
(Duplicates.) 

Discharged this day of , 186 , at . 

Oovmncmdmg the Post. 

NoTB 1.— When a frohuhle case for jieiuion, tpecial care mast be taken to state the 
degree of disability. 
Note 3.— The place where the wldier desires to be adirened may be here added. 
Tbim— Gmfrfy— StaU— 
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DISCUARGES ON SURGEON'S CERTIFICATE AND DEATHS. 



71 



Name. 


^ank. 


Regiment. 


i 

s 
8 


Disease. 


Date of 
discharge 

from 
•service. 


Date of 
death. 


Surname. 


Christian 
name. 



















REMARKS. 



NoTKS. — Discharges on Surgeon's certificate, and deaths occurring among those 
of the command not on sick report, will also be reported, but separated fVom tlie 
others by a double line drawn across the page. The remarks will in each case 
specify the manner in which the disease originated, when it is known. 

In every case of the death of an officer, whether on duty or not, a special report is 
to be made to the Surgeon General. 
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ISDOmSKMEXT. 



BEPOBT OF SICK AXD WOUXDED 

rOK TSB 



Qmarlereadmff 
Slatiom: 



, 186 



SriLGBOX U. S. ASMT. 

COMMAND. 



REGnCEBTTd. 



COMPANIES. 
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Form 18. 
contract with a private physician. 



This contract, entered into this day of , 18 — , at • 



State of , between , of the United States Army, 

and Dr. , of , in the State of , witnesseth: 

that for the consideration hereafter mentioned, the said Dr. 

promises and agrees to perform the duties of a medical officer, agree- 
ably to the Army Regulations, at , (and to fumikh the necessary 

medicines.) And the said promises and agrees, on behalf of tlic 

United States, to pay, or cause to be paid, to the said Dr. , the 

sum of — dollars for each and every month he sliall continue to 
perform the services above stated, which shall be his full compensation, 
and in lieu of all allowances and emoluments whatsoever, {exc^ that for 
medkmes fumishedj which shall be at the rate of — per cent, on his monthly pay^ 
to he determined by the SurgeTn General.) This contract to continue till de- 
termined by the said doctor, or the commanding officer for the time 
being, or the Surgeon General. 

[seal.] 
Signed, sealed, and delivered ) 
in presence of i 

}SEAL.] 



I certify that the number of persons entitled to mediciil attendance, 

agreeably to regulations, at , is , and that no competent 

physician can be obtained at a lower rate. 

, Commanding Officer, 
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Form 19. 

— — , for the month of , 



A Monthly Statement cf the HospHal Fund at 

186-. 



Da, To lialarice tl«c UoBpitul litst month, , ,,_„,*, 

1,332 mtiojis, i>eing tlie whole amount due this 
1Ilo^lh , at %\ centB per mtion ._** ^ , . 



(*nH l\v i\w ftilliiwini^ proTidonR, nt contract pricea: 



28ai Ibn. of pork, at C ct«. per lb ---. 

<ii»0 lU. of frcf^U liccft ft-t i cts. pijr lb* *. 

1.512^ lbs of flour, at 2 eta, per lb , 

10 \\y&. of hard bread, at 3j eta, per lb,, 
70 11i«H of rit'o, at 6 cts. per lb-- -***-* 
5(J Uw. of ooffee, at fl cfcw. per lb 



ia:i4:J lbs, of Ru^iiTs at S eta. i>er lb,,,,,., 
1 7 J quarta of i^lnegar, at 6 cts. |>er quart - 

15^ Ibt^. of CHndlefl, at 11 cia. per lb 

lilj lbs. of soap, at 6 cta^ per lb -- 

Ifi J qnartB of »ilt, at a eta. per quart, - 
1 2 ^f»lg. of molaasw?, at 28 cts. pet gal . 



ITBCriASED. 

2 iialra of cluckenst at 87 J cts. 

pcv imir ,„,,,,,_, ._, 

4 quarts of milk, at 7 cts, per 

iHmrt _ 

a d05!* oiimges, at 25 cts per 

do2cn *- * * -' 



Total uxpcnded__. 

Balanoe due this mouth , 
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[Date.] 

(No letter of transniittal required.) 



-, Surgeon U. S. Army, 
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Form 20. 

FORM OF A MEDICAL CERTIFICATE. 



, of the regiment of , having applied for a 

certificate on which to ground an application for leave of absence, I do 
hereby certify that I have carefully examined this oflScer, and find that 

. [Here the nature of the disease, wound, or disability is to be 

fully stated, and the period during which the officer has suffered under 
its eflfects.] And that, in consequence thereof, he is, in my opinion, 
unfit for duty. I further declare my belief that he will not be able to 

resume his duties in a less period than . [Here state candidly 

and explicitly the opinion as to the period which will probably elapse 
before the officer will be able to resume his duties. When there is no 
reason to expect a recovery, or when the prospect of recovery is distant 
and uncertain, it must be so stated.] 

Dated at this day of . 

he I 



Signature of the i 
Medical Officer. 



APPENDIX. 



APPENDIX. 



EXTRACTS PROM THE GENERAL REGULATIONS FOR THE ARMY. 

(Revised Edition op 1861.) 

152. Inventories of the effects of deceased non-commissioned officers 
and soldiers, required by the 95th Article of War, will be forwarded to 
thfr Adjutant General, by the commander of the company to which the 
deceased belonged, and a duplicate of the same to the colonel of the 
regiment . Final statements of pay, clothing, &c. , will be sent with the 
inventories. When a soldier dies at a post or station absent from his 
company, it will be the duty of his immediate commander to furnish 
the required inventory, and, at the same time, to forward to the com- 
manding officer of the company to which the soldier belonged a report 
of his death, specifying the date, place, and cause ; to what time he 
was last paid, and the money or other effects in his possession at the 
time of his decease ; which report will be noted on the next muster-roll 
of the company to which the man belonged. Each inventory will be 
Indorsed, ** Inventory of the effects of , late of com- 
pany ( — ) regiment of , who died at , the day 

of , 18 6-." If a legal representative receive the effects, it will 

be stated in the report. If the soldier leave no effects, the fact will be 
reported. 

177. In time of peace, commanding officers may grant leaves of ab- 
sence as follows : the commander of a post not to exceed seven days at 
one time, or in the same month ; the commander of a geographical de- 
11 H 
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partment not to exceed sixty days. Applications for leaves of absence 
for more than four months, or to officers of engineers, ordnance, or of 
the general staff, or serving on it (aides-de-camp excepted,) for more 
thiiu thirty days, must bo referred to the Adjutant Greneral for the de- 
cision of the Secretary of War. In giving a permission to apply for the 
extension of a leave of absence, the term of the extension should be 
stated. The term of the extension approved by the Department com- 
mander will be regulated by the season and the usual opportunities for 
reaching the officer's station, so that he may not be absent during the 
time for active operations. 

186. Leaves of absence on account of sickness will not be g^ranted to 
officers to go beyond the limits of the Military Department within which 
they are stationed, unless the certificate of the medical officer shall ex- 
plicitly state that a greater change is necessary to save life, or prevent 
permanent disability. Nor will sick leaves to go beyond the Department 
limits be given in any case, except of immediate urgency, without the 
previous sanction of the War Department. 

187. On the expiration of a leave of absence given on account of 
sickness, if the officer he abU to travd, he will forthwith proceed to his 
post, although his disability may not have been removed. Exceptions 
to this general rule must be made in each case by the War Department 
on full and explicit medical certificates setting forth the reasons for 
delay and the length of time delay is considered necessary. 

188. When an officer is prevented by sickness from joining his sta- 
tion, he will transmit certificates monthly to the commanding officer 
of his post and regiment or corps, and to the Adjutant General ; and 
when he cannot procure the certificates of a medical officer of the army, 
he will substitute his own certificate on honor to his condition, and a 
full statement of his case. If the officer's certificate is not satisfactory, 
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and whenever an officer has been absent on account of glckness for one 
year, he shall W examined by a medical board, and the case specially 
reported to the President. 

189. In all reports of absence, or applications for leave of absence 
on aooonnt of sickness, the officer shall state how long he has been 
absent already on that account, and by whose permission. 

735. Before the action, the Quartermaster of the division makes all 
the necessary arrangements for the transportation of the wounded. He 
establishes the ambulance depots in the rear, and gives his assistants 
the necessary instructions for the service of the ambulance wagons and 
other means of removing the wounded. 

736. The ambulance depot, to which the wounded are carried or 
directed for immediate treatment, is generally established at the most 
convenient building nearest the field of battle. A red flag marks its 
place, or the way to it, to the conductors of the ambulances and to the 
wounded who can walk. 

737. The active ambulances follow the troops engaged to succor the 
wounded and remove them to the depots ; for this purpose the conduc- 
tors should always have the necessary assistants, that the soldiers may 
have no excuse to leave the ranks for that object. 

738. The medical director of the division, after consultation with the 
Quartermaster General, distributes the medical officers and hospital 
attendants at his disposal, to the depots and active ambulances. He 
will send officers and attendants, when practicable, to the active 
ambulances, to relieve the wounded wLo require treatment before being 
removed from the ground. He will see that the depots and ambulances 
are provided with the necessary apparatus, medicines, and stores. He 
will take post and render his professional services at the principal depot 
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739. If the enemy endanger the depot, the Quartermast^ takes the 
orders of the Ctoneral to rranove it or to strengthen, its guaxd. 

740. The wounded in the depots and the sick are remoTed, as soon 
as possible, to the hos^^tals that have been establiehed by the Quarter- 
master General of the army on the flanks or rear of the army. 

797. The Quartennaster General establishes the hot^italsi and or- 
ganizes the means for transporting the wounded to them. 

— (7h)op8 on board of Transports.) ^^SBl. All the troops will torn oni 

at , A.M., without arms or nnifonn, and (in warm weatixer) 

without shoes or stockings ; when every individual will be clean, his 
hands, face, and feet washed, and his hair combed. The same personal 
inspection will be repeated thirty minutes before sunset. The cooks 
alone may be exempted from one of these inspections per day, if neces- 
sary. 

863. Officers will enforce cleanliness as indispensable to health. 
When the weather will permit, bedding will be brought on deck every 
morning for airing. Tubs may be fixed on the forecastle for bathing, 
or the men may be placed in the chains and have buckets of water 
thrown over them. 

864. Between decks will not be washed oftener than once a week, and 
only when the weather is fine. The boards of the lower berths will be* 
removed once or twice a week to change the straw. Under the direc- 
tion of the Surgeon and the officer of the day, frequent fumigations will 
be performed between decks. The materials required are — oommon: 
salt, four ounces ; powdered oxide of manganese, one ounce ; sulphuric 
acid, one ounces diluted with, two ounces of water. The diluted acid is 
poured over the other ingredients in a basin placed in a hot sand-bath. 
Solutions of chloride of lime and chloride of sane are excellent disin- 
fecting agents. 
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865. Dming voyages in hot weather, the maeter of the vessel will be 
desired to provide wind-sails, which will be kept constantly hung up, 
and frequently examined^ to see that they draw well and are not ob- 
structed. 

866. During cooking hours, the officers of companies visit the cam- 
booae,. and see that the. masses are well |»repaised. The coppers and 
othler cooking utensils are to be regulariy and well washed, both 6e/ore 
and after use. 

870. The men will not be allowed to sleep on deck in hot weather or 
in the sun ; tiiey will be encouraged and required to take exercise on 
deck, in squads by succession, when necessary. 

•871. At morning and evening parades, the Surgeon will examine the 
men, to observe whether there be any appearance of disease. 

872. The sick will, as far afi practicable, be separated from the healthy 
men. On the first appearance of malignant contagion, a signal will be 
made for the ho^ital vessel, (if there be one in company,) ^d the dis- 
eased men removed to her. 

873. A good supply of hospital stores and medicines will be taken on 
each vessel, and used only for the sick and convalescent. 

874. The Surgeon will guard the men against costiveness on ap- 
proaching a hot climate. In passing through the West Indies, to the 
southern coast for instance, and for some weeks after landing in those 
latitudes, great care is required in the use of fruit, as strangers would 
not be competent to judge of it, and most kinds, after long voyages, 
are prejudicial. — 

978. Becruits received at a military post or station shall be carefully 
inspected by the commanding officer and surgeon, on the third day after 
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tiieir aixHml; and if, on nch inipectiaB, anj recniit, in their opinion, 
be nnaoimd or otherwiae defectiTe, in nch degiee as to ifimpmKly him 
for the dnties of a aoldier, then a Boaidof LMpec ton will be aaaemlded 
to examine into and report on the case. 

979. Bomdi for the inflection o€ TecndtB will be oon^oaed of the 
commanding officer, the senior medical officer of the anny present, and, 
if poenble, the three senior reg;imental offioen present on dniy with 
the troops. 

1019. Boards €i Smrrey shall haTe no power to eatiemm public prop- 
erty. They are called only for the porpose of establishing data by 
which questions of administratJTe reqwnsibility may be detennined, and 
the adjustment d acconntB fodUtated ; as, for example, to asBeas the 
amount and kind of damage or deficiency whidi pnblic property may 
have sustained from any extraordinary cause, not ordinary wear, either 
n tnmsit or in store, or in actual nse, whether from accident, nnnsoal 
wastage, or otherwise, and to set forth the circomstances and fix the 
responsibility of sodi damage, whether on the carrier, or the person 
aoootintable for the property or baying it immediEitely in chaige ; to 
make inventories of property ordered to be abandoned, when the articles 
have not been enumerated in the orders ; to assess the prices at which 
damaged clothing may be iasaed to troops, and the proportion in which 
supplies shall be issued in consequence of damage that renders them at 
the usual rate unequal to the allowance which the Begulations contem- 
plate ; to verify the discrepancy between the invoices and the actual 
quantity or description of property transferred from one officer to 
another, and ascertain, as feur as possible, where and how the discrep- 
ancy has occurred, whether in the hands of the carrier or the officer 
making the transfer ; and to make inventories and report on the con- 
dition of public property in the possession of officers at the time of 
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their death. The action of the board for these authorized objectB will 
be complete with the approval of the commanding ofl&cer, provided 
that neither he nor any of the board are interested parties ; but will be 
subject to revision by higher authority. In no case, however, will the 
report of the board supersede the depositions which the law requires 
with reference to deficiencies and damage. 

1033. No officer making returns of property shaU drop from his re- 
turn any public property as worn out or unserviceable until it has been 
condemned, after proper inspection, and ordered to be so dropped. 

1039. Every officer having public money to account for, and failing 
to render his account thereof quarter-yearly, with the vouchers neces- 
sary to its correct and prompt settlement, within three months after 
the expiration of the quarter, if resident in the United States, and 
within six months if resident in a foreign country, will be promptly 
dismissed by the President, unless he shall explain the default to the 
satisfEiction of the President.— (^<rf January 31, 1823.) 

1040. Every officer intrusted with public money or property shall 
render all prescribed returns and accounts to the bureau of the depart- 
ment in which he is serving, where all such returns and accoimts shall 
pass through a rigid administrative scrutiny before the money accounts 
are transmitted to the proper offices of the Treasury Department for 
settlement. 

— (TransportaJUm.) — 1116. But assistant surgeons approved by an ex- 
amining board and commissioned, receive transportation in the execu- 
tion of their first order to duty, and graduates of the Military Academy 
receive transportation from the academy to their stations. 

1118. A paymaster's clerk will receive the actual expenses of his 
transportation while traveling under orders in the discharge of his duty, 
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«poB kii afida^ to tite mooamnt ct f^w— . nd Ae eotifiaite <rf the 
IMiiimmr tlnl the joowr ra «q ^bIt.— <Ar ^ » « y iy* 1285, 6^Mf«< 



— 115$. O&en reoaiing dochinr. or camp and ganiBon equipage, 
win render qoarterlT retanis of it to the QoaiicniiaateT Gcneial. 

1195. Isoes to the hoEpital viU he on letmns bj the medical officer, 
for »ach pfroTiaons onl j as aie actoallj required for the ack and the 
attendants. The cost of tacb. parts d the ration as are iasned will be 
charged to the ho^Ntal at contract or cost prices, and the hospital will 
be credited by the whole number of complete ntions due through the 
month at contract or cost prices, iaee male 7. pajft 248 ;) the balanoe, 
constitating the Botpkal Fmmd, or any portion of it, may be e^qpended 
by the commissary, on the requisition <tf the medical officer, in the 
purchase of any article for the subsistence or OMufort ol the sick, not 
authorized to be otherwise furnished. — {See Farm 3.) At laige diepots 
or general hospitals, this fund may be partly expended for the benefit 
of dependent posts or detachments, on lequisitifMis approved by the 
medical director or senior surgeon of the district. On the 1st of Jan- 
uary, each year, one-fourth of erery hospital fund, if less than $150, 
and one-half, if more, will be dropped by the commissary from the 
fund, (Farm 3,) and will be paid over to the treasurer of the Soldiers' 
Home by the Commissary General. 

1196. The articles purchased for the hospital, as well as those issued 
from the subsistence store-house, will be included in the surgeon's cer- 
tificate of issues to the hospital, and borne on the monthly return of 
proviHions received and issued. Vouchers for purchases for the hospital 
must either be certified by the surgeon or accompanied by his requisi- 
tion. 
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1197. There may be allowed in hospitals, to be provided under such 
rules as the Surgeon (Jeneral of the army, with the approval of the 
Secretary of War, may prescribe, such quantities of fresh or preserved 
fruits, milk, or butter, and of eggs, as may be necessary for the proper 
diet of thd sick. 

1198. Abstracts of the issues to the hospital will be made by the 
commissary, certified by the surgeon, and countersigned by the com- 
manding officer. — {See Ibrm 3.) 

1203. When men leave their company, the rations they have drawn 
and left with it, will be deducted from the next return for the com- 
pany ; a like rule, when men are discharged from the hospital, will 
govern the hospital return. 

1217. The expenses of a soldier placed temporarily in a private hos- 
pital, on the advice of the senior surgeon of the post or detachment, 
sanctioned by the commanding officer, will be paid by the Subsistence 
Department, not to exceed seventy-five cents a day. 
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CORRESPONDENCE. 
The Surgeon General directs that official letters addressed to him by 
Medical Officers of the Army, be written on letter paper (quarto post) 
whenever practicable, and not on note or foolscap paper. Also, that 
the letter be folded in three equal folds parallel with the writing, and 
endorsed on that fold which corresponds with the top of the sheet, 
thus: 

( Folded margin of the shset. ) 



Post or Station. 
Date of Letter. 



Name of Writer. 
Rank. 



Analysis of Contents. 



Note— Whenever a nrew Camp or Station is occupied, besides giving the name of the 
camp or cantonment, its geographical position must be indicated by its nearness or 
relation to some well-lcnown River, Town, Mountain, or the nearest Post Office. 
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